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p^. POTENTIAL HAZAR00U8 WASTE SITE 

PRELIMINARY ASSESSMENT 
PART 2 • WASTE INFORMATION 


LJOWTIFICATKHI 


A 


01 STATE 
PA 


02STTEMJMECA 

2685 








II. WASTE STATES, QUANTmCS, AND CHARACTERISTICS 

1 PHYSICAL STATES fCwe* * mm tarn* 02 WASTE QUANTITY AT SITE 03 WASTE CHARACTERSTtCS /aw*» m mi 



X A SOLID 

£ 8 POWOER. FINES 

_ C SLUDGE 



J £ SLURRY 
X F UOUK) 

. G GAS 



_ OTHER 



wastes 



TONS . 



cubic yards vary p er, yea r 

NO OP DRUMS 



)£ A TOXC 
- S. CORROSIVE 
J.C RAOW ACTIVE 
-I PERSISTENT 



_ E. SOLUBLE 
_ F INPECTKXIS 
Z G. FLAMMABLE 
_ M iGMTASLE 



_ I HKJMLY VOLATILE 

_ J. EXPLOSIVE 
I < REACTIVE 
. L INCOMPATIBLE 

_ M NOT APPLICABLE 



III. WASTE TYPE 



CATEGORY 


SUBSTANCE NAME 


01 GROSS AMOUNT 


02 UNO* OP MEASURE 


03 COMMENTS 


SLU 


SLUDGE 






The facility utilizes halogenated 


OLW 


OILY WASTE 






and nonhalogenated solvents tor 


SOL 


SOLVENTS 






degreasing purposes: fluxes, 


PSO 


P6STICI06S 






adhesives, inks, mold releasers, 


occ 


OTHER ORGANIC CHEMICALS 






oils, paints, resins, epoxies* 


IOC 


INORGANIC CHEMICALS 








ACO 


ACIDS 








SAS 


' BASES 








MES 


HgAVY METALS 







IV. HA2AR0OUS SUBSTANCES too**** mott in***,,*, MM c*s **n©«™ 



Ot CATEGORY 


02 SUBSTANCE NAME 


03 CAS NUMBER 


04 STORAGE; DISPOSAL METHOD 


OS CONCENTRATION 


06 MEAS 

CONCEN- 


SOL 


1 , 1 , 1- tri chl oroethane 


71-55-6 


drums/sot vent 






SOL 


methyl ethyl ketone 


78-93-3 


paints/so i vent 






OC 


asbestos 




building material 






SOL 


xyl ene 


1330-20-7 


adhesives 






MES 


lead 


7439-92-1 


solder 






MES 


tin 


7440-31-5 


solder 































































































































V. FEEDSTOCKS <5m 40o«w*«rCASMMwws( 



CATEGORY 


01 FEEDSTOCK NAME 


02 CAS NUMBER 


CATEGORY 


Ol FEEDSTOCK NAME 


32 CAS ML 


FOS 






FOS 






FOS 






FOS 






FOS 






FOS 






F03 






FOS 







VI. SOURCES OF INFORMATION • ? ««• <»*. uw>i««,u. r90Cfn , 



EPA File Information. 

Technitrol File Information. 

NUS FIT 3. Site visit. March 22, 1990. 
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i. nomncATioN 


01 STATE 

PA 


oasffiiMiH 

2685 




II, HAZARDOUS CONDITIONS AND MCJOfNTS 



01 J A GROUNDWATER CONT AMMATION 02 C OBSERVED (OATE. . j Z POTENTIAL Z ALLEGED 

03 POPULATION POTENTIALLY AFFECTED: 04 NARRATIVE DESCRIPTION 



None reported or observed. 



01 I 8 SURFACE WATER CONTAMINATION 02 C OBSERVED (DATE ) Z POTENTIAL Z ALLEGED 

03 POPULATION POTENTIALLY AFFECTED: 04 NARRATIVE DESCRIPTION 

None reported or observed. 



Ot Z C CONTAMINATION OF AIR * 02 Z OBSERVED (DATE j Z POTENTIAL Z ALLEGED 



03 POPULATION POTENTIALLY AFFECTEO: • 04 NARRATIVE DESCRIPTION 

The facility is permitted by the Philadelphia Clean Air Act. 



01 Z D. FIRE. EXPLOSIVE CONDITIONS 
03 POPULATION POTENTIALLY AFFECTFD 


02 Z OBSERVED IOATF 

04 NARRATIVE DESCRIPTION 


1 ~ POTENTIAL 


Z ALLEGED 


None reported or observed. 


■ 






01 : E DIRECT CONTACT 

03 POPULATION POTENTIALLY AFFECTED 


02 OBSERVED 'DATE 

04 NARRATIVE DESCRIPTION 


, Z POTENTIAL 


' - ALLEGED 


The facility is surrounded by a fence with a locked gate. 







01 _ F CONTAMINATION OF SOIL 02 Z OBSERVED I OATE | _ POTENTIAL _ ALLEGED 

03 AREA POTENTIALLY AFFECTED 04 NARRATIVE DESCRIPTION 



None reported or observed. 



01 _G DRINKING WATER CONTAMINATION 
03 POPULATION POTENTIALLY AFFECTED: . 



02 Z OBSERVED (DATE 

04 NARRATIVE DESCRIPTION 



Z POTENTIAL 



_ ALLEGED 



None reported or observed. 



01 Z H WORKER EXPOSUMflNJUflY 
03 WORKERS POTENTIALLY AFFECTED: 



02 Z OBSERVED (DATE 

04 NARRATIVE DESCRIPTION 



Z POTENTIAL 



- ALLEGED 



None reported or observed. 

L 

Ot I I POPULATION EXPOSURE/INJURY 02 Z OBSERVED (DATE ) Z POTENTIAL Z ALLEGED 

03 POPULATION POTENTIALLY AFFECTED: 04 NARRATIVE DESCRCTION 



None reported or observed. 
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I. mumcATioN 


01 STATE 

PA 


oaanf numkr 
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II. HAZARDOUS CONOfTIOMS AND MODENTS <co*™~» 



01 Z J DAMAGE TO FLORA 
04 NARRATIVE DESCRIPTION 



None reported or observed. 



02 Q OBSERVED (DATE: 



POTENTIAL 



C ALLEGED 



01CK. DAMAGE TO FAUNA 
04 NARRATIVE DESCRIPTION 



None reported or observed. 



02 □ OBSERVED (DATE: 



□ POTENTIAL 



□ ALLEGED 



01 Z L. CONTAMINATION OF FOOD CHAIN 
04 NARRATIVE DESCRIPTION 



None reported or observed. 



02 Z OBSERVED (0ATE 



— 







POTENTIAL 



Z ALLEGED 



01 2 M. UNSTABLE CONTAINMENT OF WASTES 
5fl1> wort* tttnawta ngtwa* wwung tf/umti , 
03 POPULATION POTENTIALLY AFFECTED- Unknown. 



02 



3£ OBSERVED I DATE. 12-22-89 , - POTENTIAL Z ALLEGED 



04 NARRATIVE DESCRIPTION 



Thirty gallons of No. 2 fuel oil spilled onto the macadam parking lot. Oil was cleaned up 
it reached the Philadelphia sewer system. 



before 



01 Z N DAMAGE TO OFFSITE PROPERTY 
04 I 



NARRATIVE DESCRIPTION "* 

None reoorted or ohserved. 



02 Z OBSERVED (DATE. 



Z POTENTIAL 



~ ALLEGED 



None reported or observed. 



01 X CONTAMINATION OF SEWERS STORM DRAINS WWTPs 02 ~ OBSERVED I DATE 12-22-89, £ POTENTIAL 

04 NARRATIVE DESCRIPTION 



Thirty gallons of No. 2 fuel oil spilled onto the macac 
it reached the Philadelphia sewer system. 



Z ALLEGED 

macadam parking lot. Oil was cleaned up before 



01 l P ILLEGAL UNAUTHORIZED 0UMPING 
04 NARRATIVE DESCRIPTION 

None reported or observed. 



02 Z OBSERVEO I DATE 



Z POTENTIAL 



Z ALLEGEO 



05 DESCRIPTION OF ANY OTHER KNOWN. POTENTIAL. OR ALLEGED HAZAROS 

None reported or observed. 



IH. TOTAL POPULATION POTPfftALLY AFFECTED: 129.709 within a 3-mile rad ius. 



IV. COMMENTS 



Technitrol, Incorporated is a cleanly operated facility. 
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EPA File Information. 

Technitrol File Information. 

NUS FIT 3. Site visit. March 22, 1990. 
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